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Mo non-ccjrnpliant items idenlilied during this inEpection 


This iriEpgction and exll interview was conducted with the carelaher. 


Mole: Thke eKerctse / froining ring is no longer being used due Id ntirl being oinuoturel sound Ihus it will be disoorded. 
The newer eKerciaertrainir^g eng to be construoled wili need to bo ol ader^uaJe heighit. 
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